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INTRODUCING THE LATEST IN THE GATEKEEPER™ SERIES. 


The compact design and advanced technology of the GateKeeper™ 3000 make it the best—and most economical— 
option for advanced door protection, The light curtain is made up of 154 criss-cross beams, which remain active 
until the door is fully closed, ensuring passengers remain safe while entering and exiting at each elevator landing 
zone. With the most reliable light curtain technology and a 5-year light curtain warranty, Adams has you covered. 


Visit shop.adamselevator.com to get an additional off the GateKeeper™ 3000. 
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Click the Setup tab, then click Password below. Type in admin for the Old Password 


field and mcesupport for the New Password and Confirm New Password fields. Click 
Save Settings at the bottom. 


When you log into the router in the future, use the username admin and the password 
mcesupport. 


VPN router configuration is now complete. 
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ASME A17.1 (2007): Safety Code for Elevators & Escalators 


2.27.8 Switch Keys 


The key switches required by 2.27.2 through 2.27.5 for all elevators in a building shall be operable by the 
same key. The keys shall be Group 3 Security (see 8.1). There shall be a key for each switch provided. These 
keys shall be kept on the premises in a location readily accessible to firefighters and emergency 
personnel, but not where they are available to the public. 


The possession of the "FEO-K1“ key shall be limited to elevator personnel, emergency personnel, and elevator 
equipment manufacturers. Where provided, a lock box, including its lock and other components, shall conform 
to the requirements of UL 1037 (see Part 9). 


NOTE (2.27.8): Local authorities may specify additional requirements for a uniform keyed lock box and _ its 
location to contain the necessary keys. 
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2.27.8 Switch Keys 


The key switches required by 2.27.2 through 2.27.5 for all elevators in a building shall be operable by the 
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Phoenix Fire Department Loses 850 Keys, Which Access Thousands of Local Businesses and Apartments 


BY ASSOCIATED PRESS 


The Phoenix Fire Department said Monday it can't account for hundreds of keys for lock boxes that allow firefighters 


responding to fires or alarry @pthousands of businesses and apartment complexes when they are closed. 
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retired, Carter sq 
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Carter said the department recently took stock of its keys after learning of a 2013 criminal case in Seattle in which a man was accused of breaking int ent complexes. 


Prosecutors in that case said in court papers that the Seattle Fire Department was rekeying boxes at a cost of over $500,000, KIRO-TV reported in October. 
Carter said the Phoenix Fire Department will have employees install new locking mechanisms in the boxes. 
"We're the custodians of these keys. We understand the businesses place a lot of trust in us,” he said. "We need to maintain that trust with the business community.” 


Todd Sanders, president of the Greater Phoenix Chamber of Commerce, said the Fire Department's inability to account for the keys was a concern but that it was encouraging that officials had discovered the problem 


and were taking action. 
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Emergency Phones in Elevators 
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Emergency Phones in Elevators 
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Oversight of Your Maintenance 
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INSTRUCTIONS: (1) Use one record for each controller 


(2) When any section of the Maintenance Tasks & Records is complete or f 
new Maintenance Tasks & Records 
(3) Turn in all complete or full Maintenance Tasks & Records to Branch Office for filing 
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Hydraulic Internal Audit Record 
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Technician 


Completé the following information after performing Category One (1) Tests 


Conducted By Verified By pares fesnecton ASHE = O81 


INSTRUCTIONS: (1) This Service Request Report (Callback) Log shall be used to record all 
Callbacks or Complaints reported to Elevator Personnel by any means, 
including corrective actions taken. 

(2) The Technician is responsible to report all trouble calls to Personnel 
Dispatch that he or she receives by means other than Authorized Dispatch. 


8113.25 
B.11.3.2.5 (e) — Firefighter's Emergency Operation 
8.11.3.2.5 (f) — Standby Power Operation 

8,11.3.2.5 (g) — Power Operations of Door System 


8.11.3.2.3 (h) — Emergency Terminal Speed Reducing 
Devices 


S 


8.11.5.2.5 (i) — Low Oil Protection Operation 


jexible Hose and Fitting Assemblies 
8.11,3.2.5 — Pressure Switch 


Complete the following information after performing Category Three (3) Tests 


Inspection | Inspection ASME - QE! 
Test Conducted By sce | Coan 


8.11.5.3.1 - Une: d Portions of Pistons (roped hydro) 


8.11.3.3.2 - Pressure 


Complete the following information after performing Category Five (5) Tests 


8.11.3.4.1 — Governors, Safeties, and Oil Buffers (roped hydro) Yes/No 


8.11.3.4.2 — Coated Ropes (roped hydro) | Yes/No 


SSS 2 toe rope fastenings (ones IS 


8.11.3.4.4 — Plunger Gnpper 
8.11.5.4.5 ~ Overspeed Valves 
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Tests Are Important! 


Follow All of Your Building 
Procedures 


“Ww 


Follow All of Your Building 
Procediirac 


Follow All of Your Building 
Procediurac 


Follow All of Your Building 


— Fy 


There are Elevator Techs 


And There are Elevator Techs who 
are Security Consultants 
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iView PC connected 
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User-defined Inputs/Outputs i rit nn i 
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“I Don’t Want My Elevator on the 
Internet but I Want Monitoring’ 


Configuring Security 


iView allows you to restrict elevator travel through the building by controlling hall and car call 
registration to the elevator group. Access to security settings beyond viewing general status is 
restricted to authorized users. There are two user classes, manager and technician. The man- 
ager is allowed to set up and edit passwords, the technician is not. To log on: 


1. Click on the Logon button at the bottom of the 
screen. 

2. Enter the manager or technician password. (Fac- 
tory default passwords are “manager” for manager 
logon and “technician” for technician logon.) 

3. Click OK. Menus that were previously grayed-out 
will become available. 
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Logon 


Password 
[ok] _cancet_| 


“I Don’t Want My Elevator on the 
Internet but I Want Monitoring’ 


Configuring Security 


iView allows you to restrict elevator travel through the building by controlling hall and car call 
registration to the elevator group. Access to security settings beyond viewing general status is 
restricted to authorized users. There are two user classes, manager and technician. The man- 
ager is allowed to set up and edit passwords, the technician is not. To log on: 


1. Click on the Logon button at the bottom of the 
screen. 

2. Enter the manager or technician password. (Fac- 
tory default passwords are “manager for manager 


Logon 


Password 


logon and “technician” for technician logon.) 


3. Click OK. Menus that were previously grayed-out Cancel_ | 
will become available. 
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If Someone (Including You) Is 
Stuck in an Elevator 


Follow These Simple Steps... 


1-Don’t Pan: ; 


IF THE ELEVATOR 
STOPS SUDDENLY... 


DON’T PANIC 


THE COMPUTER 
WILL REBOOT. 
: IT TAKES 15 SECONDS 
| THEN PUSH THE FLOOR <a 
BUTTON AGAIN. 
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Follow These Simple Steps... 


1-Don’t Panic (and don’t press 
emergenc ow’ yt) 


EMERGENCY 
PHONE 


MODEL E-1600A 
CALL 
= =A CONNECTED 


PUSH FOR 


Follow These Simple Steps... 


L-Don’'t Panic 
¢ Main lights off? You don’t have 
many options (emerg- call) 
¢ Main lights on? Try the 
following... 


Follow These Simple Steps... 


L-Don’t Panic 
e-Press Door Open (exit safely 
1f doors open) 


Follow These Simple Steps... 


1-Don’t Panic 

e-Press Door Open 

3-Press Door Close, Then Press 
Door Open Again 


Follow These Simple Steps... 


L-Don’t Panic 

e-Press Door Open 

3-Press Door Close, Then Press 
Door Open Again 

4u.Try Placing Calls to Other 
Floors, Including Lobby 


Follow These Simple Steps... 


L-Don’t Panic 

e-Press Door Open 

3-Press Door Close, Then Press 
Door Open Again 

4u.Try Placing Calls to Other 
Floors, Including Lobby 

5.Make Sure You’re Badged In, Try 
Floor Calls Again 


Follow These Simple Steps... 


L-Don’t Panic 

e-Press Door Open 

3-Press Door Close, Then Press 
Door Open Again 

4u.Try Placing Calls to Other 
Floors, Including Lobby 

5.Make Sure You’re Badged In, Try 
Floor Calls Again 

b-If Authorized, Try Using 

Keyswitches (IND Mode) 
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Follow These Simple Steps... 


L-Don’t Panic 

e-Press Door Open 

3-Press Door Close, Then Press 
Door Open Again 

4u.Try Placing Calls to Other 
Floors, Including Lobby 

5.Make Sure You’re Badged In, Try 
Floor Calls Again 

b-If Authorized, Try Using 
Keyswitches (IND Mode) 
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Follow These Simple Steps... 


L-Don’t Panic 

e-Press Door Open 

3-Press Door Close, Then Press 
Door Open Again 

4u.Try Placing Calls to Other 
Floors, Including Lobby 

5.Make Sure You’re Badged In, Try 
Floor Calls Again 

b-If Authorized, Try Using 
Keyswitches (IND Mode) 
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Things To NEVER Try When Stuck... 


1-Leaving Through the Top Hatch 
¢ It's dangerous 
°° It will foul up other 
procedu 


Things To NEVER Try When Stuck... 


,-Leaving Through the Top Hatch 

e-Exiting a Mis-Leveled Car 

° If you have to jump, that's too 
far' 


Things To NEVER Try When Stuck... 


1-Leaving Through the Top Hatch 
e-Exiting a Mis-Leveled Car 
3-The Safest piace to Be is in 


Thank You Very NMuch' 
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